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Message Text 


UNCLASSIFIED 

PAGE 01 STATE 052612 

15 

ORIGIN NEA-10 

INFO OCT-01 EUR- 1 2 ISO-OO EB-07 COME-OO /030 R 

DRAFTED BY NE A/ARN : PKBULLEN : GCB 
APPROVED BY NEA/ARN:MDRAPER 
COM/CAGNE:DTENNY 

120411 

R 040257Z MAR 76 
FM SECSTATE WASHDC 
TO AMEMBASSY DAMASCUS 
INFO AMEMBASSY BEIRUT 
AMEMBASSY ROME 

UNCLAS STATE 052612 

ROME FOR RCAA DWOR 

E.O. 11652: N/A 

TAGS: BEXP, ENRG, SY 

SUBJECT: SYRIAN INTEREST IN CALTEX AVIATION FUEL 
REF: DAMASCUS 960 

1 . DEPT PASSED SUBSTANCE REFTEL TO CALTEX/NE. YORK. 

COFFEY’S OFFICE IN CALTEX SAID THEY HAD RECEIVED COPIES OF 
SADCOP TENDERS THROUG; ONE OF THEIR AFFILIATES. RECEIVED 
LAST TENDER TOO LATE TO MEET DEADLINE. AND SADCOP WAS UN- 
WILLING EXTEND DEADLINE WHEN REQUESTED BY SUBSIDIARY. CALTEX 
SAYS IT HAS RECEIVED NOTHING DIRECTLY FROM SADCOP. IN 
CONTRAST TO STATEMENT PARA 2 REFTEL. 

2. CALTEX IS INTERESTED IN SADCOP BUSINESS, AND AS RESULT 
OF DEPT CONTACT MAY GET IN TOUCH WITH SADCOP DIRECTLY. 

CALTEX HAD BEEN IN POOR COMPETITIVE POSITION TO SUPPLY 
SYRIA BECAUSE ITS MAIN SUPPLIES ARE IN GULF, BUT SINCE RE- 
OPENING OF SUEZ CANAL HAS BECOME ABLE TO TAKE INTEREST IN 
SUCH BUSINESS. KISSINGER 

UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: PETROLEUM PRODUCTS, SUPPLIES, CONTRACTS 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 04 MAR 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976STATE052612 

Document Source: CORE 

Document Unique ID: 00 

Drafter: PKBULLEN:GCB 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760082-0928 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t19760394/aaaadeyd.tel 

Line Count: 52 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN NEA 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 76 DAMASCUS 960 
Review Action: RELEASED, APPROVED 
Review Authority: ShawDG 
Review Comment: n/a 
Review Content Flags: 

Review Date: 08 JUL 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <08 JUL 2004 by fisherem>; APPROVED <10 DEC 2004 by ShawDG> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: SYRIAN INTEREST IN CALTEX AVIATION FUEL 
TAGS: BEXP, ENRG, SY, CALTEX PETROLEUM CORP 
To: DAMASCUS 
Type: TE 
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